To: Easter, Patrick[Easter.Patriek@epa.gov] 

From: Eoc, Epahq 

Sent: Mon 8/1 0/201 5 5:42:37 PM 

Subject: FW: Region 6 Situation Repot - Gold King Mine Spill - 8-10-2015 

Sit rep r6 8-10-15.pdf 


, Watch Officer 

U.S. Environmental Protection Agency 

Headquarters Emergency Operations Center 

1200 Pennsylvania Ave 

Washington, DC 20004 

202-564-3850 

mailto:eoc.epahq@epa.qov 


From: Loesel, Matthew 

Sent: Monday, August 10, 2015 1:26 PM 

To: Curry, Ron; Coleman, Sam; Edlund, Carl; Gray, David 

Cc: Phillips, Pam; Taheri, Diane; Ruiz, Thomas; Garcia, David; Webster, Susan; Crossland, 
Ronnie; Petersen, Chris; Moore, Gary; Foster, Althea; Eoc, Epahq; Acevedo, Janie; Lloyd, Lisa; 
Allen, FlarryL; Guria, Peter 

Subject: Region 6 Situation Repot - Gold King Mine Spill - 8-10-2015 


Matt Loesel 
US EPA Region 6 

RCRA Data and Training Coordinator 
214-665-8544 
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